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ELECTROLYTE FOR DRY CHARGED BATTERIES 

Stations and bases should exhaust all possible local sources 
for electrolyte (battery acid) before submitting their requirements 
oo headquarters or the CONUS supply depots. Electrolyte is a 
commonly used item and is generally available throughout the world. 
Shipment of this highly corrosive material from CONUS requires 
costly packaging and special handling in movement. 
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